
The winona county ___ is hereby certifiedby tfie Department of 

Human Rip fits, State of Minnesota, as having an affirmative action p fan approved by the 

Commissioner. This certification shaft extend for two years beginning December 13, 1991 _ 

and is subject to revocation or suspension by the Commissioner of Human Rights for 
faifure to make a good faith effort to implement the affirmative action p fan. 
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Source: https://www.industrydocuments.ucsf.edu/docs/qgmmOOOO 


























